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CT HEAD W/O CONTRAST 


CT head without contrast. 
Indication: AMS. 

Technique: Serial axial images of the brain were obtained without IV contrast. 

Findings: No acute intracranial hemorrhage or infarct is identified. The ventricles are symmetric and within 
normal limits for size. No mass lesions or shifting of midline structures is seen. The visualized osseous structures 
are without gross fracture. 

Impression: 

No acute intracranial infarct or hemorrhage identified. 


L the undersigned Attending Radiologist reviewed the images, participated in the key portions of the procedure if 
required, edited the final report and agree with the final interpretation. 
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